This interview with Kp. Otis Willises took place February 16, 1964, *t 
12 i 45 Bi. Hr. Willises is employed by the Texas School Book Depository end 
lives et 3429 Southwestern Boulevard, Dallas, Texas, Telephone Lr* 3-3100 • 

On Kovenber 22, 1963, at around 12i30 B'., Hr. Killians was staiiding on the 


tror-t steps of the Texas School Book Depository watching the President's parade. 
Ke heard three shots that sounded like they were cocing from the west side of 
the Texas School Book Depository. The president's car had gotten out of Hr. 
vMiUtri ' s view when he heard the shots. Kr. Ytillians then came back into the 
building, end went to his office on the second floor. He then went to the 
fourth floor after hearing that the President had been shot. He used the stair- 
way to go to the fourth floor, but stated thet he did not see anyone or, the 
stairway, i-r. Killians stated that he did not recall seeing Ue Oswald on the 
day of the shooting. Hr. Villi ana stated that he talked to the police shortly 


alter the ©hooting* 

Kovenber 22, 1963. 




the building at 3*00, or 3*30 Bi, 


V. £• Potts, Detective 
Homicide end Robbery Bureau 


